"five articles" referred to in the question were the small trans-
formers installed by Old Dominion so that electricity could pass
through the meter without damage to the meter. Any "exami-
nation'1 that would occur would be only a visual check of Old
Dominion's own equipment, used exclusively to meter the mine's
use of electricity.  Such an "examination" would not provide any
service to the mine operator, but only to the vendor.

Uncontradicted testimony consistently limited the power
company's role at the Giro substation to its metering equipment.
Old Dominion General Manager H. E. Armsey testified that Old
Dominion would not be involved in repair and restoration of
power at the substation after an industrial accident or weather
damage unless there were a problem involving the metering equip-
ment.  If the Elro mine lost power, Elro would call Westmoreland
because Westmoreland has the inhouse expertise. While Armsey
agreed that if Westmoreland had questions itself, it would be
"logical" for it to call Old Dominion, that was because "if the
meter doesn't run, we don't sell electricity." Tr. 38.  I can-
not agree with the apparent conclusion of my colleagues that an
unspecified occasion of major difficulty with the substation at
some time in the future, which may lead Westmoreland to seek
advice from Old Dominion, and which advice the power company may
provide in order to continue to sell electricity, is sufficient
provision of services to turn Old Dominion into a mine operator.

The limited involvement of Old Dominion with the Elro
substation was clearly explained in uncontradicted testimony by
General Manager Armsey:

Q.  And at this substation what facilities or what proper-
ties did Old Dominion have there?

A.   Our only facilities were the metering equipment which
measures the energy that would be used at this loca-
tion.

*         *         *

Q.       Who has   the  responsibility  to maintain this  substation
and  the  transmission  lines  in and   lines  out?

A.       Someone other   than Old Dominion Power Company.     We

weren't   involved with  the   transmission line  and  sub-
station.

Tr.   27.     This  degree of  presence by Old Dominion at  the  sub-
station would  be  less   than  that of a   service  representative   from
Xerox Corporation,  who would  install,  maintain,  repair and  re-
place defective  dry copier equipment   in the mine  office used   for

1904oses, so that it could meas-
